or   makes   the   continuance   of   my   power   uncertain   or
hazardous, reflects on you and is dangerous to you.   With
me you  will  shine  or  be  obscured,  rise  or  fall.     Could
you, therefore, hesitate (were I to demonstrate to you the
necessity of such a measure) to remove the Papal See to
Avignon, where it formerly was and continued for centuries,
and to enlarge the limits of my kingdom of Italy with the
Ecclesiastical States ?    Can you believe my throne at Milan
safe as long as it is not the SOLE throne of Italy?     Do
you expect to govern at Rome when I cease to reign at
Milan?    No,   Holy  Father!   the  Pontiff who  placed  the
crown on my head,  should it be shaken, will fall to rise
no more,"   If what Cardinal Caprara said can be depended
upon,   Bonaparte  frequently  used   to  intimidate   or   flatter
the Pope in this manner.
The representations of Cardinal Caprara changed Napoleon's first intention of being again crowned by the Pope as a King of Italy. His crafty Eminence observed that, according tcf the Emperor's own declaration, it was